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Message Text 



PAGE 01 ROME 09305 280320Z 
43 

ACTION CU-04 

INFO OCT-01 EUR- 1 2 ISO-OO USIA-15 OES-05 /037 W 

096756 

R 271514Z JUN 75 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 1820 

UNCLAS ROME 9305 

E.O. 11652: N/A 
TAGS: BEXP, IT 

SUB J : RESTORATION PROGRAM FOR THE LEANING TOWER OF PISA 
REF: ROME'S 6140 

PLEASE PASS BY TELEX OR CABLE TO: 

PROFESSOR Y. T. LI 

MASSACHUSETTS INSTITUTE OF TECHNOLOGY 
ROOM 33-111 
CAMBRIDGE, MASS. 

DUE TO PROTRACTED ABSENCE FROM ROME AND PRESSURE URGENT 
BUSINESS, PROF. TRAVAGLINI HAS BEEN UNABLE TO ARRANGE 
PROPOSED MEETING FOR WEEK BEGINNING JUNE 30 OR ANY TIME PRIOR 
THAT PERIOD. PLEASE SUGGEST ALTERNATIVE DATE FOR MEETING 
EXCLUDING PERIOD AUG. 1 1 SEPT. 7 WHEN MINISTRY OF PUBLIC 
WORKS WILL BE OPERATING WITH SKELETON STAFF.VOLPE 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 



UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ROME09305 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750225-1116 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975069/aaaaahqo.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 ROME'S 6140 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 FEB 2003 by PhilliR0>; APPROVED <21 JAN 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RESTORATION PROGRAM FOR THE LEANING TOWER OF PISA 
TAGS: BEXP, IT 
To: STATE 
Type: TE 
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